074 Kettenspanner chain tensioner 


C-C=68 mm 


c-C=68 mm 


Kettenspanner I 


Passend für: alle gängigen Kettenstreben 
Material: 6061-T6 Aluminium 


# 101 027 00 
VE = 25/100 Stück 


Kettenspanner Single Speed I 


Passend für: 1-Gang-Naben, 

nicht für Rücktrittnaben 
Befestigung: am Schaltauge 
Material: 6061-T6 Aluminium, CNC-gefräst 
Abmessung: C-C= 68 mm 


# 101 045 01 
VE = 10 Stück 


Kettenspanner Single Speed II 


Passend für: 1-Gang-Naben, 

nicht für Rücktrittnaben 
Befestigung: am Schaltauge 
Material: 6061-T6 Aluminium, CNC-gefräst 
Abmessung: C-C= 68 mm 


# 101 058 01 
VE = 10 Stück 


Kettenspanner Single Speed Ill 


Passend für: 1-Gang-Naben, 

nicht für Rücktrittnaben 
Befestigung: am Schaltauge 
Material: 6061-T6 Aluminium, CNC-gefräst 
Abmessung: c-C=51mm 


# 101.065 01 
VE = 10 Stück 


Kettenspanner Single Speed IV 


Passend für: 1-Gang-Naben, 

nicht für Rücktrittnaben 
Befestigung: am Schaltauge 
Material: 6061-T6 Aluminium, CNC-gefräst 
Abmessung: C-C=34 mm 


# 101 066 01 
VE = 10 Stück 


Chain Tensioner I 


Suitable for: all current chainstays 
Material: 6061-T6 aluminium 


# 101 027 00 
Unit = 25/100 pieces 


Chain Tensioner Single Speed I 


Suitable for: single speed hub, 
not suitable for coaster brake hubs 
Assembling: at dropout 


Material: 6061-T6 aluminium, CNC-machined 
Dimension: C-C = 68 mm 
# 101 045 01 


Unit = 10 pieces 


Chain Tensioner Single Speed II 


Suitable for: single speed hub, 
not suitable for coaster brake hubs 
Assemblin: at dropout 


Material: 6061-T6 aluminium, CNC-machined 
Dimension: C-C = 68 mm 
# 101 058 01 


Unit = 10 pieces 


Chain Tensioner Single Speed Ill 


Suitable for: single speed hub, 
not suitable for coaster brake hubs 
Assembling: at dropout 


Material: 6061-T6 aluminium, CNC-machined 
Dimension: C-C=51 mm 
# 101 065 01 


Unit = 10 pieces 


Chain Tensioner Single Speed IV 


Suitable for: single speed hub, 
not suitable for coaster brake hubs 
Assembling: at dropout 


Material: 6061-T6 aluminium, CNC-machined 
Dimension: C-C = 34 mm 
# 101 066 01 


Unit = 10 pieces 


www.pointbike.de 


